From: 

Khan, Annie (DPH) 

Sent: 

Wednesday, July 27, 2011 11:25 AM 

To: 

Holland, Abigail (SUF) 

Subject: 

Drug Lab info 

Hi, 



Charles Salemi is the Laboratory Supervisor and can be reached at 617-983-6622. 
He can address the current policies of the lab regarding re-testing. 

Thanks. 

Annie 

Drug Analysis Lab 
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